HOTEL 

MORAINE-ON-THE-LAKE 

801 N. SHERIDAN RD. - HIGHLAND PARK, ILL. 

Thirty-Two Minutes to Chicago Loop 
A secluded garden spot in a forest of trees. 
Fourteen wooded acres — 500 feet of private 
sandy beach. Single rooms to 5 room suites— 
private screened porches. — 

Air Conditioned New Amsterdam Room 
with unexcelled cuisine. 
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